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Message Text 


CONFIDENTIAL 
PAGE 01 STATE 132809 
64 

ORIGIN OC-02 

INFO OCT-01 EA-01 ISO-OO /004 R 
66616 

DRAFTED BY A/OC/EUR:RRCRAIN 
APPROVED BY A/OC:WENAEHER 

- — 085183 

P 062Z JUN 75 

FM SECSTATE WASHDC 

TO AMEMBASSY MANILA PRIORITY 

CONFIDENTIAL STATE 132809 

FOLLOWING REPEAT CINCPAC 52112 ACTION JCS INFO SECSTATE 
VIENTIANE COMUSMACTHAI CORUSACC THAILAND CDR 6TH SIG CMD 
FT SHAFTER DATED 5 JUN 75 
QUOTE 

CONFIDENTIA L/J6/ SENDS 

ALTERNATE OPERATIONAL COMMUNICATIONS FOR US EMBASSY, VIENTIANE (U) 
A. USDAO VIENTIANE CONF MSG 041220Z JUN 75 

1. (C) PARA 1 REF MESSAGE PERTAINS. IN LIEU OF EQUIPMENT SUGGESTED, 
RECOMMEND EXPEDITING REINSTALLATION OF DTS SKY LINK TERMINAL AT 
AMERICAN EMBASSY VIENTIANE. IMPROVEMENTS VIA DTS INSTALLATION 
AXIOMATIC WHEN COMPARED TO REFERENCED EQUIPMENT. IN ADDITION, 
SECURE VOICE CAPABILITIES COULD BE PROVIDED WITH DTS. 

2. (U) IN THE INTERIM, ACTION UNDERWAY TO SUPPORT REFERENCE 
WITH LIKE OR BETTER EQUIPMENT. 

GDS-81 

7,179TE 

KISSINGER 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 32809 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RRCRAIN 

Enclosure: n/a 

Executive Order: GS 

Errors: n/a 

Film Number: D7501 99-01 17 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750694/aaaagsly.tel 

Line Count: 51 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ORIGIN IMSO 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 8 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUL 2003 by CunninFX>; APPROVED <19 NOV 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> wfs 971010 

Subject: COMMUNICATIONS EQUIPMENT FOR US EMBASSY VIENTIANE 
TAGS: ACOM, RP 
To: MANILA 
Type: TE 
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